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TAGS:OCON 

SUBJECT: ECG AD HOC GROUP ON ENRICHED URANIUM SUPPLY, 
LONDON, JUNE 14, 1974 

PLEASE ACCREDIT USDEL TO SUBJECT MEETING AS FOLLOWS: 

REPRESENTATIVE 
THE HONORABLE 
DIXY LEE RAY 
CHAIRMAN 

ATOMIC ENERGY COMMISSION 

ADVISERS 
JAMES E. CONNOR 

DIRECTOR, OFFICE OE PLANNING AND ANALYSIS 
ATOMIC ENERGY COMMISSION 

ROGER W.A. LAGASSIE 

DEPUTY DIRECTOR 

OFEICE OF PLANNING AND ANALYSIS 

ATOMIC ENERGY COMMISSION 

ROBERT T. WEBBER 

DIRECTOR, OFFICE OE ATOMIC ENERGY AFFAIRS 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 12 JUN 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE1 24677 

Document Source: CORE 

Document Unique ID: 00 

Drafter: DDSMITH:GGB 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7401 52-0746 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1 9740651 /aaaabrqq.tel 

Line Count: 63 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN OIC 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: martinjw 
Review Comment: n/a 
Review Content Flags: 

Review Date: 17 SEP 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <17 SEP 2002 by PhilliR0>; APPROVED <10 JAN 2003 by martinjw> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 
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